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2 June 1955 


?®40HAHDUM FOE: Budget Division 

Office of the Comptroller 


SUBJECT: 


1956 Operating Budgets 


1, la accordance with G2A Botice HoJ | "Budget Execution- 

Operating Budget*", admitted herewith are Operating Budgets for Fiaeel 
Year 1956 for the Office of the Director* 

2. currently approved personnel ceiling for the O/DCI is.. 

Our on duty strength as of 3d April 1955 ns... 

Our eat lasted on duty strength as of 30 June is.. ••••«••»••. 

We have an applicant in process for the ant vacancy, and is expected to 
be on duty by 1 Sep tenter. 


from 



a requested that the T/O ceiling for the O/DCI be increased 
to permit the addition of a GS-5# File Clerk-Typist ($3^10). 


Executive Abs 



Director 


LEGIB 


Att: 2 (in triplicate ) 
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